AMERICAN AND NIAGARA WATER METERS 


NET WHOLESALE PRICE LIST IN AMERICAN GOLD F.0.B. BUFFALO 


NiagaraMeter; American Meter) American 














Size of with all with Bronze | Meter with Brass weet ain 
Meter Galv. Iron | Top Case and | all Bronze | Couplings yh 4 
Outside Case} Galv. Iron Base, Outside Case exe 
5x in. $6.40 $7 .20 $8.00 $0.40 15 Ibs. 
5ex% in. 6.40 7.20 8.00 .60 15 Ibs. 
34 inch 9.60 10.80 12,00 .60 20 Ibs. 
1 inch 12.80 14.40 16.00 .80 380 Ibs. 


1% inch 20.00 22.50 25.00 1,20 60 Ibs. 
1% inch 28.00 31.50 35.00 1.50 90 Ibs. 
2 inch 40.00 45.00 50.00 | 2.00 | 145 lbs. 


N. B.—PRICES SUBJECT TO CHANGE 
WITHOUT NOTICE. 





These meters are simple, strong and accurate, 
They are supplied with either standard six hand 
dials or straight reading dials, indicating cubic feet, 
gallons, litres, or other measurements, 

x %inch Niagara Meter 


ALSO METERS FOR MEASURING OIL AND OTHER LIQUIDS 


METER BOOKS AND WATER APPLIANCES. 
OUR METERS ARE IN USE BY OVER 1000 WATER WORKS. 


BUFFALO METER CO. BUFFALO, N. Y., U.S. A. 


ESTABLISHED 1892. Sept. 1, 1908. Bb Szaranst 


B.D. Szafranski 
of Elma NY USA 


